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' l) • ilii}(0bers<3bo ® n « v ®^e Transformer Plant) exceeded Its March quota % 3.9 percent* with a 


i-? ”“ liM “• *» *«*“ ««*• 1 * l Ktntm w. A 0.UU1 Pcco^t » 

given oi the plant's Material requirements and sroeurement Tr , 77* 

Eaugs plate, he ary and medics pits »n»utute the «»3or proenmOTt i hottlenecJr*rhe2 1 ^ 
also a crltlcel shortage of DIN (Oeraan iBtotalS «Stai) totti '’ n,,:ke - Iher * *» 


?llSue4 0O H^S”' ! lf B * «*“* ‘T-**, 5lt3,000 DM, n, not I 

or / I , * ® ^ he * *® difficulties with construction work 

or procure^ni of yRCbinerj* Its Material rsquir«p*mt» &© severed for AprU and w to aid- 

plant will have to discharge 300 sumlws worker* because of insufficient 5 orders* 


3) ^ornlgerode Plaht* Fallowing an account of igtmsuneiS, problca* and 4 .., uM .t . + 

is stated that total capacity la only 60 perceS^Sl^tS 5 : 

piwi C ?w ltuteS a * detailed br^dowTL 

A detdlled ~p 0rt is lJU S XPMSS*4g5 SM.2£"“* ° f ^ 

bv lit ^ j’insterwalde* Both plants fulfilled their March quotas 

oj 113 percent* Frooureaent bottlenecks are* welding wire for elaotrorf®* 

SS oettte {70 and 95 sq 8 wa). These wasTdecJeac©^® ^teriale* 

productivity in both plants during the 1st quarter I 95 i # worl£ 


p) aJj© Dresden Iransf eraser Plaatfulf tiled its March quota' by 11) pcrcant*. ffe© follow! ae ’ 

SKfttWS&T** for *• M ^ «*-->£ 3*5i?iS£ 


6) X1U* hersiigedorf *. The 1st quarter 1951 production quota see only TL.-e nenkat 
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7) TOT (WB for v . ___, ™ 

3« Hoe took. This plant fulfilled its March quota- 
April quota by 113*6 percent* Material bottlenecks* 
plant needs- additional operating funds for April* 


_ (electrical equipment fttf ships) 
Jj* P*ro**n .%0 and expects to fulfill the 
cable* starter# and -starter pinion©* TbS 


@) W$ Begla* It# quota for fief# in this Federation was 96 percent fulfilled in t im first 
quarter 1951* Materiel bottlcnecka high-voltage cable for the Calbe plant. Other subjects 
m*e*m**A included decline is production orders and reduction of persconel* 25X1 
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